MACHINE SERVICE BULLETIN NO. 135 


SUBJECT: Parts and Price List 

Models KA 203-13 , KAS 203-13 
KA 263 and KAS 263 


DATE; July 8, 1932 


TO ALL OFFICES: 


The following furnishes an up-to-date parts and assembly list 
with prices of material used in the above mentioned Models. 

PART NO. PRICE EA. DESCRIPTION 


1602-g- 

.25 

Hand cut-out cam shaft 

1604i 

.35 

Frame Tie rod 

1607-g 

.90 

Intermediate gear shaft 

1608-g 

.60 

Support rod for carrying wedge & check 
mechanism 

1612-g- 

.15 

Camming shaft 

1699| 

.75 

Linoleum for bottom pan 

1807 

.10 

Support bracket for registering dial shaft 

1807^ 

• 25 

Lower brace for registering dial shaft for 
263 models 

1815£ 

.20 

Retaining strip 

1823-g- 

.55 

R.H. sliding trip bar for lower dials for 
KA & KAS 203-13 models 

1824-g- 

.55 

L.H. sliding trip bar for lower dials for 
KA & KAS 203-13 models 

1825-g- 

.55 

R.H. sliding trip bar for upper dials for 
KA & KAS 203-13 models 

1827 

.10 

Locating spring for lower dials sliding 
trip bar 

1832-g-xl 

. 55 

Upper backing plate for KA and KAS 203-13 
models 

1847 

.05 

Collar for shifter rod for KA 203-13 & KA 
263 models 

1850 

.25 

L.H. spacing collar 

1851 

.25 

R.H. spacing collar 

1853 

.05 

Washer for 1854 

1854 

.10 

Bushing for lower left-hand clear-out spindle 

1855 

.10 

L.H. clear-out knob 

1856 

.15 

Spindle for lower L.H. clear-out knob 

1857 

.05 

Screw for sliding trip bar 

1859 

.05 

Rivet for lower dial trip lever locating 
spring 

1860x1 

.15 

Spacing collar 

1904 

.95 

Hinge rod for 263 models 

1909 

.30 

Five side selecting arm 

1910 

.35 

Four side selecting arm 

1916 

.10 

Dowel screw for spacing casting 

1923 

.55 

R.H. sliding trip bar for lower dials for 
263 models 
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PART NO. 

PRICE EA 

DESCRIPTION 

1924 

.55 

L.H. sliding trip bar for lower dials for 
263 models 

1925 

. 55 

R.H. sliding trip bar for upper dials for 
263 models 

1943 

.35 

L.H. carriage lock ledge for 263 models 

I943i 

.20 

Center carriage lock ledge for KA 263 model 

1962 

.05 

Washer for jack shaft 

3-100-13x2 

17.75 

Intermediate gear shaft & check support rod 
complete 

4-100-13 

15.25 

Carrying shaft complete 

6-10-D 

5.50 

R.H. side frame without jack shaft drive 
for KA 203-13 and KA 263 models 

6-10AA 

10.00 

L.H. side frame without jack shaft drive 
for KAS 203-13 and KAS 263 models 

16-14-g- AS-13 

27.50 

Carriage case for KAS 203-13 & KA 203-13 models 

16-62 

2.75 

Rear spacing casting for jack shaft drive 

16-64 

2.85 

Front spacing bar 

16-100^-13 

150.00 

Carriage complete for KAS 203-13 model 

16-100^-13 A 

150.00 

Carriage complete for KA 203-13 model 

18-1 

4.50 

Keyboard top plate for KAS 203-13 & KAS 263 
models 

18-2 

4.00 

Keyboard cross frame (Front) for KAS 203-13 
and KAS 263 models 

18-2 A 

3.65 

Keyboard cross frame (Front) for KA 203 and 
KA 263 models 

18-3 

3.50 

Keyboard cross frame (Rear) 

18-7 

1.40 

Jack shaft 

18-10x1 

1.60 

Rocker shaft 

18-11 

1.00 

Keyboard clearing & locking lock bar 

18-12 

1.00 

Keyboard clearing & locking lock bar 

18-16-g-xl 

3.10 

Decimal pointer bar for counting dials and 
frame for KA 203-13 and KAS 203-13 models 

18-20 

1.25 

Pivot rod 

18-22 

1.30 

Intermediate driving gear and pinions with- 
out jack shaft drive 

18-33 

.40 

L.H. carriage locking ledge for KAS 203-13 model 

18-40 

1.95 

Trip bar for KA 203-13 and KAS 203-13 models 

18-55 

.35 

Finger shaft 

18-61 

4.50 

Bottom pan and bushings complete 

18-67 

14.75 

Front cover case for KAS 203-13 and KAS 263 models 

18-67-A 

5.50 

Front cover case for KA 203-13 and KA 263 models 

18-68 

6.75 

Rear cover plate 

18-70x1 

.75 

Connecting link and rocker arm 

18-100x1 

68.75 

Keyboard complete for KAS 203-13 and KAS 263 models 

18-100-A 

68.50 

Keyboard complete for KA 203-13 & KA 263 models 

18-110 

4.25 

Keyboard top plate for KA 203-13 and KA 263 models 

19-5 

.40 

Lower dial trip bar lever 

19-6 

.75 

Upper dial trip bar lever 

19-200 

30.40 

Selecting gear shaft complete for jack 
shaft drive 

19-200 A 

31.30 

Selecting gear shaft complete without jack ' 
shaft drive 

19-201 

3.20 

Selecting gear shaft drilled and pinned for 
jack shaft drive 
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PART NO. 

PRICE E. 

19-201-A 

4.10 

19-210 

.45 

19-500 

250.00 

19-500-A 

250.00 

19-514 

31 . 00 

19-516 

2.70 

19-518 

2.70 

19-520 

36.00 

19-530 

32.00 

19-541 

1.85 

19-550 

1.60 

19-600 

6.50 

19-610-A 

6.50 

19-810 

10.00 

19-622 

1 . 30 

19-659 

1.35 

19-650 

.70 

19-652 

. 70 

19-662 

2.75 

19-700 

2.75 

19-1233 

.25 


DESCRIPTION 


Selecting gear shaft drilled and pinned. 

without jack shaft drive 
Keylock cam and huh 
Carriage complete for KAS 263 model 
Carriage complete for KA 263 model 
Carriage case for 263 models 
Decimal pointer har and pointers for 
counting dials for 263 models 
Decimal pointer har and pointers for regis- 
tering dials for 263 models 
Registering dial shaft complete for 263 models 
Counting dial shaft complete for 263 models 
Trip har for 263 models 
Carriage lift har 
R.H. side frame for jack shaft 
L.H. side frame for KA 203-13 and KA 263 models 
for jack shaft drive 

L.H. side frame for jack shaft drive for 
KAS 203-13 and KAS 263 models 
Intermediate driving gear and pinion for 
jack shaft drive 

Assembly crank arm and driving gear 
L.H. carriage lock for jack shaft drive 
R.H. carriage lock for jack shaft drive 
Rear spacing casting for jack shaft drive 
Jack shaft 

Center carriage lock ledge with stud for 
KAS 263 model 


EMS : MS 


General Service Manager 




Mr. B. P. James 
Toledo, Ohio 
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